CHAPTER X
CONSTRUCTION OF THE LARGE ARMATURE
THE iron support of the large armature is indicated in Figure 65 and its construction and measurements will be seen there in detail and also the description of the branch which forms its base.
The board on which the armature stands is made of five planks about 9 inches wide and 6 feet 6 inches long, held together by transverse planks of the same width as the others and as long as the width of the entire board, as shown in Figure 66.
The sketch being surrounded by its chassis, and that of the enlargement fixed, the iron of the large armature is also fixed in its place, as indicated in the diagram (Fig. 66). To do this, use the plumb-lines, which should be attached to nails in the longitudinal central piece of the chassis. The side ones should each be placed at Number n, and the end ones at jj, which are the centres of these aspects. It will then be easy to find exactly the middle position for the iron, But
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